Oldfarne 


NO 2308 
3 Jaw 8’’ Reversible Puller 


PARTSLIST | 


2308-2 Jaw 
Center Screw 



















2308-1 
Yoke 
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2308-6 
Nut 
2308-3 
2308-4 Link 
Bolt 


QUALITY TOOLS CORPORATION 


SPRING ARBOR, MICHIGAN 49283 


Can 
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Save for future reference. 
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